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DATE 3 /8, 136 


CHANGE NO. z 


STATINTL CHANGE AFFECTS 
i 4 PURCHASE ORDER NO. 954739) 
Vv PURCHASE REQ. NO. Pt 
E 
: EFFECTIVE DATE OF CHANGE 
fe) (Same As Above if Not Shown) 
R 
| au Terms and conditions of our original order are not affected 
by this change except as noted hereon. 
gate CHANGE NOTICE 
Order 
CHANGE PRICE [] | DELIVERY oO 7 "DESCRIPTION i) 
AFFECTS: TERMS [7] QUANTITY iE] OTHER | 
WEM | QUAN [| __CHANGE FROM | ATEM |_ QUAN. | CHANGE TO 
} 
ed b : 
2 5 Clamp, Cable 50413076 - No Rev. 2 45 Clamp, Cable 50413076 - Rev. "A" 
dated 3/5/56 
| 
| 
ed 
{ 
— on 
REASON FOR CHANGE — ~~ CONFIRMED 
STATINTL 
To .Correct B/P Dimension callout REFERENCE 
7 NA ICR ee Oo ee ee ey THE ie: IDGE CORPORATION 
eZ : ite a 
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